Subject: Street Light Outage 
From: Lorena Parker 
Date: 03/07/2017 09:56 AM 
To: mario.acevas@lacity.org 

Hi Mario, 

The street light near the following addresses is out causing our tivoli lights to be out. Can you please submit a request to fix 
the light near the following addresses? 


. 400 W 6th St 

• 424 W 6th St 

. 448 W 6th St 

• 468 W 6th St 


All of our lights are out on 5th street too, but I'm not sure whether it's a street light that is out. The outage begins mid-block on Centre Street between 
5th and 6th streets. 

Thank you for your assistance. 


Lorena Parker 

Executive Director 

San Pedro Property Owners' Alliance 

San Pedro Historic Waterfront 

Business Improvement District 

390 W. 7th Street | San Pedro, CA 90731 

T 310.832.2183 I F 310.832.0685 

LDarker@sanpedrobid.com 

www.sanpedrobid.com 


